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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 063945 
44 

ORIGIN COA-02 

INFO OCT-01 EUR-25 ADP-00 COME-OO OIC-04 10-12 L-03 SCI-06 

CEQ-02 INT-08 SMI-01 CIAE-00 INR-10 NSAE-00 RSC-01 

DODE-OO INRE-00 /075 R 

DRAFTED BY S/ FW- COA: HLHEYMANN: MJB 
4/6/73 EXT 22883 

APPROVED BY S/ FW- COA - HENRY L. HEYMANN 
COMMERCE/ NOAA - MR. HALLMAN ( SUB) 

130647 

P 061630 Z APR 73 

FM SECSTATE WASHDC 

TO AMEMBASSY LONDON PRIORITY 

UNCLAS STATE 063945 

E. 0.11652: N/A 
TAGS: TBIOUK 

SUBJECT: INTERNATIONAL WHALING COMMISSION: REQUEST FOR 
REPORT 

PLEASE PASS FOLLOWING TO INTERNATIONAL WHALING COMMISSION 
BY MONDAY ( APRIL 9) MORNING: 

REPORT OF MARCH 1973 MEETING OF IWC COMMITTEE ON STRENGTHEN- 
ING COMMISSION NOT RPT NOT RECEIVED BY USG AS OF APRIL 6, 

1973. THEREFORE USG COMMENTS ON REPORT NOT RPT NOT POSSI- 
BLE BY DATE REQUESTED. WOULD APPRECIATE BEING INFORMED ON 
STATUS OF REPORT. ROGERS 


UNCLASSIFIED 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE063945 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COA: HLHEYMANN: MJB 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730437/aaaahwcr.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN CO 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-Aug-2001 by bryansd0>; APPROVED <22-Aug-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 971209 

Subject: INTERNATIONAL WHALING COMMISSION: REQUEST FOR REPORT 
TAGS: TBIO, UK 
To: LONDON 
Type: TE 
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